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SUBJECT: INTERNATIONAL LIABILITY CONVENTION FOR NUCLEAR DAMAGE 
REF: STATE 236480 

1. THE SWEDISH NUCLEAR LIABILITY ACT OF 1968 STATES THAT 
EVERY SWEDISH OWNER/OPERATOR OF NUCLEAR POWER PLANTS IS 
REQUIRED TO HAVE AND MAINTAIN LIABILITY INSURANCE. SECTION 
17 OF THE ACT SPECIFIES THAT LIABILITY IS LIMITED TO 50 
MILLION SWEDISH CROWNS MAXIMUM FOR EACH ACCIDENT. IN 
CASE OF DEATH OR INJURY OF A PERSON, THE LIABILITY IS 
LIMITED TO ONE MILLION SWEDISH CROWNS EACH. 

2. ACCORDING TO THE BRUSSELS CONVENTION, THE GOVERNMENT 
OF SWEDEN ALSO HAS A LIABILITY UP TO 70 MILLION MONETARY 
UNITS (MU IS EQUIVALENT TO ONE DOLLAR) FOR EACH ACCIDENT. 
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